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I.  Journal  Articles  and  Conference  Proceedings 

Benjamin,  I. A.  Problems  in  the  Correlation  of  Small  and 
Large  Scale  Tests.  In:  Fire  Safety  of  Combustible 

Materials,  International  Symposium.  Proceedings. 
University  of  Edinburgh,  October  1975  , pp . 141-148. 

Birky,  M.M.  Review  of  Smoke  and  Toxic  Gas  Hazards  in  Fire 

Environment.  In:  Fire  Safety  of  Combustible  Materials, 

International  Symposium.  Proceedings.  University  of 
Edinburgh,  October  1975,  pp . 231-252. 

Bright,  R.G.  American  Regulations  and  Standards  for  Fire 

Detection  Systems.  Fire  International,  No.  49,  93-103, 
September  1975. 

Buchbinder,  B.  Pilot  Implementation  of  the  Fire  Incident 

System.  Fire  Journal,  Vol.  69,  No.  3,  65-69,  May  1975. 

Buchbinder,  B.  and  Buchbinder,  L.B.  The  Fire  Hazard  Analysis 
Process  at  the  National  Bureau  of  Standards.  In:  Fire 

Safety  of  Combustible  Materials,  International  Symposium. 
Proceedings.  University  of  Edinburgh,  October  1975, 
pp.  156-161. 

Buchbinder,  B.  and  Mathers,  W.  Preliminary  Indications  from 
Survey  of  U.  S.  Household  Fire  Experience.  Information 
Council  on  Fabric  Flammability,  8th  Annual  Meeting. 
Proceedings.  New  York,  December  5,  1974,  pp.  173-178. 

Bukowski,  R.W.  and  Bright,  R.G.  Taguchi  Semiconductor  Gas 
Sensors  as  Residential  Fire/Smoke  Detectors.  Fire 
Journal,  Vol.  69,  No.  3,  30-33,  102,  May  1975. 

Fung,  F.C.W.  Smoke  Control  by  Systematic  Pressurization. 

Fire  Technology,  Vol.  11,  No.  4,  261-269,  November  1975. 

Fung,  F.C.W.  Smoke  Control  by  Systematic  Pressurization. 

In:  Symposium  on  the  Control  of  Smoke  Movement  in 

Building  Fires.  Conseil  International  du  Batiment  (CIB) . 
Proceedings.  Garston,  England,  November  4-5,  pp.  219-235. 

Gross,  D.  The  Measurement  and  Correlation  of  Fire  Growth 
in  a Room.  In:  Symposium  on  Full-Scale  Fire  Tests. 

Proceedings.  Armstrong  Cork  Co.,  Lancaster,  Pa.  Novem- 
ber 11-12,  1974,  pp.  77-87. 
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Harrison,  G.A.  Le  Probleme  des  Incendies  d'immeubles  de 

Grande  Hauteur.  Cahiers  du  Centre  Scientifique  et  Tech- 
nique du  Batiment  No.  163.  October  1975.  (Extract 
of  The  High-Rise  Fire  Problem.  CRC  Critical  Reviews 
in  Environmental  Control,  Vol.  4,  No.  4,  483-505,  October 
1974)  . 

Harrison,  G.A.  and  Houser,  J.L.  A Survey  of  Professional 

Opinions  on  Selected  Fire  Protection  Engineering  Topics. 
Fire  Journal,  Vol.  69,  No.  2,  85-92,  March  1975. 

Hastie,  J.W.  and  McBee , C.L.  Mechanistic  Studies  of 

Halogenated  Retardants:  The  Antimony-Halogen  System. 

In:  Halogenated  Fire  Suppressants.  ACS  Symposium 

Series,  No.  16.  San  Antonio,  Texas,  April  1975,  pp. 
118-147. 

Kashiwagi,  T.  A Study  of  Flame  Spread  Over  a Porous  Material 
Under  External  Radiation  Fluxes.  In:  Symposium  (Inter- 

national) on  Combustion,  15th.  The  Combustion  Institute. 
Proceedings,  Tokyo,  August  25-31,  1974,  pp.  255-265. 

Krasny,  J.F.  and  Winger,  J.H.  Current  Status ’of  Flammability 
Test  Development  at  the  National  Bureau  of  Standards. 
Information  Council  on  Fabric  Flammability,  8th  Annual 
Meeting.  Proceedings.  New  York,  December  5,  1974, 
pp.  151-155. 

Lathrop,  J.K.,  Harrison,  G.A.  and  Custer,  R.L.P.  In 

Osceola,  a Matter  of  Contents.  Fire  Journal,  Vol.  69, 

No.  3,  20-26,  91,  May  1975. 

Lee,  T.G.  and  Huggett,  C.  Inter laboratory  Evaluation  of 
ASTM  E-84  Tunnel  Test  Applied  to  Floor  Coverings. 

Journal  of  Testing  and  Evaluation.  Vol.  3,  No.  1,  3-14, 
January  1975. 

Lee,  T.G. , Parker,  W.J.  and  Tryon,  M.  Laboratory  Fire 

Performance  Characteristics  of  a Dibromotetraf luoroethane- 
Blown  Rigid  Polyurethane  Foam.  Journal  of  Fire  and 
Flammability,  Vol.  6,  499-510,  October  1975. 

Levin,  B.  Fire  Programs  in  the  Department  of  Commerce. 

Symposium  on  Occupational  Health  and  Hazards  of  the 
Fire  Services.  International  Association  of  Fire 
Fighters,  3rd.  Proceedings.  St.  Louis,  February  24-27, 
1975,  pp.  11-12. 
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Lyons,  J.W.  Requirements  for  Fire  Safety  of  Combustible 
Materials  in  the  United  States.  In:  Fire  Safety  of 

Combustible  Materials,  International  Symposium.  Pro- 
ceedings. University  of  Edinburgh,  October  1975, 

pp.  12-19. 

McCaffrey,  B.J.  and  Quintiere,  J.G.  Fire-Induced  Corridor 
Flow  in  a Scale  Model  Study.  In:  Symposium  on  the 

Control  of  Smoke  Movement  in  Building  Fires.  Conseil 
International  du  Batiment  (CIB) . Proceedings.  Garston, 
England,  November  4-5,  1975,  pp.  33-47. 

Meisters,  M.  Concepts  and  Trends  in  Polymer  Fire  Testing. 

Modern  Plastics.  Vol.  52,  No.  9,  76-82,  September  1975. 

Parker,  W.J.  The  Large-Scale  Fire  Test  Facility  at  the 

National  Bureau  of  Standards.  In:  Symposium  on  Full- 

Scale  Fire  Tests.  Proceedings.  Armstrong  Cork  Co., 
Lancaster,  Pa.,  November  11-12,  1974,  pp.  45-58. 

Petajan,  J.H.,  Voorhees,  K. J. , Packham,  S.C.,  Baldwin,  R.C., 
Einhorn,  I.N.,  Grunnett,  M.L.,  Dinger,  B.G.  and  Birky, 
M.M.  Extreme  Toxicity  from  Combustion  Products  of  a 
Fire-Retarded  Polyurethane  Foam.  Science,  Vol.  187, 

No.  4178,  742-744,  February  28,  1975. 

Quintiere,  J.G.  The  Application  and  Interpretation  of  a 

Test  Method  to  Determine  the  Hazard  of  Floor  Covering 
Fire  Spread  in  Building  Corridors.  In:  Fire  Safety  of 

Combustible  Materials,  International  Symposium.  Pro- 
ceedings. University  of  Edinburgh,  October  1975,  pp. 
355-366 . 

Quintiere,  J.G.  Some  Observations  on  Building  Corridor  Fires 
In:  Symposium  (International)  on  Combustion,  15th. 

Proceedings.  Tokyo,  August  25-31,  1974,  pp.  163-174. 

Robertson,  A.F.  Estimating  Smoke  Production  During  Building 
Fires.  Fire  Technology,  Vol.  11,  No.  2,  80-94,  May  1975 

Robertson,  A.F.  Estimating  Smoke  Production  from  Rooms  and 
Furnishings.  In:  Symposium  on  the  Control  of  Smoke 

Movement  in  Building  Fires.  Conseil  International  du 
Batiment  (CIB).  Proceedings.  Garston,  England, 

November  4-5,  1975,  pp.  21-32. 

Robertson,  A.F.  Test  Method  Categorization  and  Fire  Hazard 
Standards.  ASTM  Standardization  News,  Vol.  3,  No.  11, 
18-20,  November  1975. 
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II.  National  Bureau  of  Standards  Publications 


A.  NBS  Technical  Notes 

TN  850  Tyrrell,  E.A.  Gasoline  and  Gasoline  Container  Fire 
Incidents.  January  1975.  GPO;  SD  Catalog  No. 

C13. 46:850;  $0.85. 

TN  858  Culver,  C.  and  Kushner,  J.  A Program  for  Survey  of 
Fire  Loads  and  Live  Loads  in  Office  Buildings.  May 
1975.  Final  Report.  GPO;  SD  Catalog  No.  C13. 46:858; 
$3.75. 

TN  861  Harrison,  G.A.  and  Houser,  J.L.  A Survey  for  the 

Collection  of  Professional  Opinion  on  Selected  Fire 
Protection  Engineering  Topics.  March  1975.  GPO;  SD 
Catalog  No.  C13. 46:861;  $0.80. 

TN  867  Buchbinder,  L.B.  Relationship  of  Garment  Character- 
istics and  Other  Variables  to  Fire  Injury  Severity. 
June  1975.  GPO;  SD  Catalog  No.  C13. 46:867;  $1.25; 
NTIS  Order  No.  COM-75-10922;  $3.75. 

TN  879  Fang,  J.B.  Fire  Buildup  in  a Room  and  the  Role  of 
Interior  Finish  Materials.  June  1975.  GPO;  SD 
Catalog  No.  C13.46:879;  $1.10;  NTIS  Order  No.  COM- 
75-11020;  $4.25. 

TN  891  Saunders,  P.B.,  Jackson,  R.H.F.,  Meyers,  P.R. 

and  Pearl,  M.H.  Issues  in  Fire  Vehicle  Replacement: 
Users'  Views  and  Synthesis.  January  1976.  GPO;  SD 
Catalog  No.  C13. 46:891;  $1.10. 


B.  National  Bureau  of  Standards  Dimensions 

Facts  on  High  Rise  Fires.  NBS  Dimensions,  Vol.  59,  No.  2, 

42-43,  February  1975.  GPO;  SD  Catalog  No.  C13. 13:59/2; 
$0.80. 

Fire  Safety  for  New  Subway  in  Nation's  Capitol.  NBS  Dimen- 
sions, Vol.  59,  No.  12,  272-273,  December  1975.  GPO; 

SD  Catalog  No.  C13 . 13 : 59/12 ; $0.80. 

Mobile  Home  Safety,  Durability  Studied.  NBS  Dimensions, 

Vol.  59,  No.  6,  132-134,  June  1975.  GPO;  SD  Catalog  No. 
C13. 13:59/6;  $0.80. 

NBS  Tests  Buses,  Subway  Cars  for  Fire  Safety.  NBS  Dimensions, 
Vol.  59,  No.  7,  154-155,  July  1975.  GOP;  SD  Catalog 
No.  C13. 13:59/7;  $0.80. 
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New  Insights  on  the  Causes  of  Fire  Fatalities.  NBS  Dimensions, 
Vol.  59,  No.  6,  126-127;142,  June  1975.  GPO;  SD  Catalog 
No.  C13. 13:59/6;  $0.80. 

Survey  Results  in  New  Data  on  Household  Fires  by  Benjamin 

Buchbinder.  NBS  Dimensions,  Vol.  59,  No.  1,  10-11; 22, 
January  1975.  GOP;  SD  Catalog  No.  C13. 13:59/1;  $0.80. 


C.  National  Bureau  of  Standards  Building  Science  Series 

BSS  68  Wyly,  R.S.,  Parker,  W. J. , Rorrer,  D.E. , Shaver,  J.R. , 
Sherlin,  G.C.  and  Tryon  M.  Review  of  Standards  and 
Other  Information  on  Thermoplastic  Piping  in  Resi- 
dential Plumbing.  Final  Report.  May  1975.  GPO; 

SD  Catalog  No.  C13. 29:2/68;  $1.25. 

BSS  72  Parker,  W.J.,  Paabo,  M. , Scott,  J.T.  , Gross,  D.  and 
Benjamin,  I. A.  Fire  Endurance  of  Gypsum  Board  Walls 
and  Chases  Containing  Plastic  and  Metallic  Drain, 
Waste  and  Vent  Plumbing  Systems.  Final  Report. 
September  1975.  GPO;  SD  Catalog  No.  C13. 29/2:72; 
$1.80. 


D.  National  Bureau  of  Standards  Interagency  Reports 


NBSIR  74-497 


Raley,  C.C.,  Benjamin,  I. A.,  Marshall,  R.D. 
and  Snell,  J.E.  US/UK  Joint  Complementary 
Research  Program  in  Building  (Wind  Loads, 

Water  Supply,  Fire  Detection) , July  1972-June 
1973.  Final  Report.  October  1973.  NTIS  Order 
No.  COM-75-11269;  $3.50. 


NBSIR  74-596 


Bromberg,  K.  and  Quintiere,  J.G.  Radiative 
Heat  Transfer  from  Products  of  Combustion  in 
Building  Corridor  Fires.  February  1975.  NTIS 
Order  No.  COM-74-10209;  $3.75. 


NBSIR  75-673 


Issen,  L.A.  Development  of  a Fire  Test  Method 
for  Flexible  Connectors  in  Air  Distribution 
Systems.  Final  Report.  April  1975.  NTIS 
Order  No.  COM-75-10921;  $4.00. 


NBSIR  75-679 


Fang,  J.B.  Measurements  of  the  Behavior  of 
Incidental  Fires  in  a Compartment.  Interim 
Report.  March  1975.  NTIS  Order  No.  COM-75- 
10419;  $3.75. 
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NBSIR  75-691 


Quintiere,  J.G.  A Characterization  and 
Analysis  of  NBS  Corridor  Fire  Experiments  in 
Order  to  Evaluate  the  Behavior  and  Performance 
of  Floor  Covering  Materials.  Final  Report. 

June  1975.  NTIS  Order  No.  COM-75-11015;  $4.75. 

NBSIR  75-697  Broussalian,  V.L.,  Farrar,  A.J.,  Lyons,  J.W. , 
Muelhause,  C.O.,  Natrella,  M.G. , Rosenblatt, 
J.R.,  Stiehler,  R.D.  and  Winger,  J.H.  Con- 
sideration in  the  Use  of  Sampling  Plans  for 
Effecting  Compliance  with  Mandatory  Safety  Stan- 
dards. Final  Report.  June  1975.  NTIS  Order 
No.  COM-75-10920 ; $4.25. 


NBSIR  75-700  Bukowski , R.W.  and  Bright,  R.G.  Results  of 

Full-Scale  Fire  Tests  with  Photoelectric  Smoke 
Detectors.  Final  Report.  September  1975. 

NTIS  Order  No.  COM-75-11280;  $4.50. 

NBSIR  75-701  Fung,  F.C.W.  and  Zile,  R.H.  Evaluation  of 

Smokeproof  Stair  Towers  and  Smoke  Detector  Per- 
formance. Final  Report.  September  1975.  NTIS 
Order  No.  COM-75-11282;  $3.25. 


NBSIR  75-702  Eisele,  J.W.  Design  Criteria  for  Firefighters' 
Turnout  Coats.  Final  Report.  October  1975. 
NTIS  Order  No.  COM-75-11433;  $3.75. 

NBSIR  75-705  Quintiere,  J.G.  and  Raines,  J.W.  Thermal  and 
Flow  Characteristics  of  the  ASTM  E-84  Tunnel 
Test  Method.  Final  Report.  September  1975. 
NTIS  Order  No.  COM-75-11217;  $3.75. 


NBSIR  75-706  Quintiere,  J.G.  and  Bromberg,  K.  Calculations 
of  Radiant  Heat  Flux  in  the  Proposed  Floor  Cov- 
ering Flame  Spread  Test  Apparatus.  Final 
Report.  December  1975.  NTIS  Order  No. 
PB-248640 ; $3.50. 

NBSIR  75-710  Parker,  W.J.  and  Lee,  B.T.  A Small-Scale 

Enclosure  for  Characterizing  the  Buildup  Poten- 
tial of  a Room.  Final  Report.  June  1975. 

NTIS  Order  No.  COM-75-11030/4SL;  $3.25. 


NBSIR  75-718  Braun,  E.  Report  of  Fire  Test  on  an  AM  General 
Metro  Bus.  Final  Report.  June  1975.  NTIS 
Order  No.  COM-75-10750;  $3.25. 
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NBSIR  75-736  Jason,  N.H.  Fire  Research  Publications,  1974. 

Final  Report.  June  1975.  NTIS  Order  No. 

COM- 7 5- 110 18 ; $3.25. 

NBSIR  75-741  Hastie,  J.W.  and  McBee , C.L.  Mechanistic 
Studies  of  Triphenylphosphine  Oxide-Poly 
(Ethyleneterephthalate)  and  Related  Flame 
Retardant  Systems.  Final  Report.  August  1975. 
NTIS  Order  No.  COM-75-11136;  $4.00. 


NBSIR  75-757  Brown,  J.E.  and  Comeford,  J.J.  A Technique 
for  the  Measurement  of  Flash  Potential  of 
Polymeric  Materials.  Progress  Report,  Feb.  1- 
Aug.  31,  1974.  December  1975.  NTIS  Order  No. 
PB-248914;  $4.00. 


NBSIR  75-782  Breden , L.H.  Full-Scale  Corridor  Fire 

Experiment  Using  a Glass  Fiber  Carpet.  Final 
Report.  December  1975.  NTIS  Order  No. 
PB-248643 ; $4.00. 

NBSIR  75-784  Tyrrell,  E.A.  Fire  Incidents  Involving  Flam- 
mable Liquids,  Gas,  and  Dry  Explosives.  Final 
Report.  October  1975.  NTIS  Order  No. 
PB-246862 ; $4.50. 


NBSIR  75-794  Fang,  J.B.  and  Scott,  J.T.  Heat  Transfer 

in  Furnaces  for  CIB  Cooperative  Program  and 
Heat  Balance  Analysis  of  Wall  Furnace.  Final 
Report.  November  1975.  NTIS  Order  No. 
PB-247203 ; $4.00. 

NBSIR  75-901  King,  T.Y.  Smoke  and  Carbon  Monoxide  Formation 
from  Materials  Tested  in  the  Smoke  Density 
Chamber.  Final  Report.  October  1975.  NTIS 
Order  No.  PB-246860;  $4.50. 


NBSIR  75-902  Moore,  L.D.  and  Vickers,  A.K.  A Survey  of 

Fire  Accidents  Involving  Curtains  and  Draperies 
Deaths,  Injuries  and  Financial  Loss.  Final 
Report.  December  1975.  NTIS  Order  No. 
PB-249539 ; $4.00. 

I 

NBSIR  75-903  Fung,  F.C.W.  and  Zile,  R.H.  San  Antonio 

Veterans  Administration  Hospital  Smoke  Movement 
Study.  Final  Report.  November  1975.  NTIS 
Order  No.  PB-246859;  $4.00. 


NBSIR  75-920  Custer,  R.L.P.  and  Wahle,  K.  Distribution  of 
Water  Through  a Vertical  Plane  from  Automatic 
Sprinkler  Heads.  Final  Report.  December  1975. 
NTIS  Order  No.  PB-248913;  $4.00. 
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NBSIR  75-950  Benjamin,  I. A.  and  Adams,  C.H.  Proposed 

Criteria  for  Use  of  the  Critical  Radiant  Flux 
Test  Method.  Final  Report.  December  1975. 

NT IS  Order  No.  PB-250664;  $4.00. 


NBSIR  75-956  Scheidweiler , A.  An  Interference  Simulator  for 
Quantitative  Determination  of  the  Susceptibility 
of  Flame  Detectors  to  False  Alarm.  Final 
Report.  November  1975.  NTIS  Order  No. 

PB-247654 ; $3.50. 

NBSIR  75-967  Den  Braven , K.  Radiative  Ignition  of  Some 

Typical  Floor  Covering  Materials.  Final  Report. 
December  1975.  NTIS  Order  No.  PB-251413;  $3.50. 


NBSIR  75-971  Braun,  E.  A Fire  Hazard  Evaluation  of  the 

Interior  of  WMATA  Metrorail  Cars.  Final  Report. 
December  1975.  NTIS  Order  No.  PB-249776;  $4.00. 


III.  Contract  and  Grant  Reports 

Amerind  Publishing  Co.  Pvt.  Ltd. 

Roytman,  M.Ya.  Principles  of  Fire  Safety  Standards  for 
Building  Construction.  Published  by  the  Amerind  Publish- 
ing Co.  Pvt.  Ltd. , New  Delhi  for  the  National  Bureau  of 
Standards,  U.S.  Department  of  Commerce,  and  the  National 
Science  Foundation,  Washington,  D.C.  1975.  NTIS  Order 
No.  TT  71-58002;  $10.50. 


California  Institute  of  Technology 

Veldman,  C.C.  An  Experimental  Investigation  of  the 
Heat  Transfer  from  a Buoyant  Gas  Plume  to  a Horizontal 
Unobstructed  Ceiling.  California  Institute  of  Technology 
Engineering  Degree  Thesis  (Mechanical  Engineering) . 

1975.  It  may  be  purchased  from:  Interlibrary  Loan 
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